









  
    
    
    
    
    
    
    
    
    
  
  
  
  
  


This EPUB was converted from a scan of the original printed edition of
TM 11-2200 Bias Meter I-97-A (1943),
published by the U.S. War Department.

The conversion from the scan may have introduced small errors in
complex tables or equations, so engineering and artillery data should always be checked against
the original files, which can be found at www.trex-arms.com.
T.REX ARMS is not affiliated with or endorsed by the U.S. War Department.
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No. 11-2200

TECHNICAL MANUAL TM///2000 WAR DEPARTMENT 1957 Washington, 14 August, 1943

This technical manual published on order no. 4656-Phila-43 is furnished for the information and guidance of all concerned.





About this edition

TM 11-2200 — TM 11-2200 — Bias Meter I-97-A

Public domain (U.S. Government work)

Public domain (U.S. Government work). Mirrored by T.REX ARMS.
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